TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON BEARING 


TOOL # 
SCREW 


SIZE 
BEARING # 


KR4-CEGB 


MATERIAL 


GRADE 8 


BRG. 


ID. 


KIRKR4CEGB 


GRIP 


LENGTH 


1/4-20 UNC x 3 


TYPE 


1/4 ID. MACH. 


-7 HEX HEAD CAP 


SCREW (QTY. 1) 
-9 WASHER 


QTY. 


1 


TYPE 


-11 NUT 


QTY. 


1 
.2495 


.2500 


UNDER REVIEW 


URF 19-1103 19.10.30 (VM) 


A 


A 






F 



E 


(x2) 


R.032 


(x2) 


R.015 MAX. 



(x2) 



(x2) 


-5 


ALIGNMENT 


SEAT 


A 


.002 A 


ENGRAVE P/N 


.080 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON BEARING 


SEE CHART 


TOOL # 


+.000 


-.010 
BEARING # 


KR4-CEGB 


MATERIAL 


.736 



+.001 


-.003 


1.000 



+.000 


-.010 


BRG. 


OD. 


KIR4103-8 



+.003 


-.000 


.645 
.250 
.7395 


.7400 


E 


+.010 


-.010 


.200 
.750 


F 


+.010 


-.010 


UNDER REVIEW 


URF 19-1103 19.10.30 (VM) 




E (x2) 


F 


R.015 


(x4) 
A 


A 


SECTION A-A 



THRU. 



.020 


.015 



REF. 


R.063 


-3 


REMOVER / 


INSTALLER 


R.032 


(x2) 



(x2) 


A 


.002 A B 


B 



ENGRAVE P/N 


.109 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON BEARING 


SEE CHART 


TOOL # 


+.000 


-.004 
BEARING # 


KR4-CEGB 
.7395 


MATERIAL 


.587 



+.005 


-.005 


.731 



+.003 


-.000 


BRG. 


OD. 


KIRKR4CEGB 



+.003 


-.003 


.250 
.700 
.7400 


E 


+.010 


-.010 


F 


+.010 


-.010 


.200 
.986 
UNDER REVIEW 


URF 19-1103 19.10.30 (VM) 






R.032 


R.015 (x2) 


-1 


RECEIVER 


A 


A 


SECTION A-A 




ENGRAVE P/N 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON BEARING 


SEE CHART 


TOOL # 


+.010 


-.010 
BEARING # 


KR4-CEGB 
1.250 
KIRKR4CEGB 


MATERIAL 




+.005 


-.005 



+.005 


-.000 


1.000 
.250 
1.000 
.750 



+.010 


-.010 



+.010 


-.010 
UNDER REVIEW 


URF 19-1103 19.10.30 (VM) 


-1 


-3 
-5 


-11 


-9 


-7 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON BEARING 


SEE CHART 


DESCRIPTION 


2 
-1 


PART # 


RECEIVER 


Pg. 


1 


OR SPECIFICATIONS 


SEE CHART 


MAT. 


B/O INFORMATION 


QTY 


ASSY 


QTY 


ASSY 


# 


ASSY 


-3 
REMOVER / INSTALLER 
1 


-5 
ALGINMENT SEAT 
1 


-7 
1 


-9 


HEX HEAD CAP SCREW 


-11 


MACHINE WASHER 


1 
NUT 


3 


4 


5 


5 


5 


SEE CHART 


SEE CHART 


SEE CHART 


SEE CHART 


SEE CHART 


TOOL # 
BEARING # 


KR4-CEGB 
KIRKR4CEGB 


UNDER REVIEW 


URF 19-1103 19.10.30 (VM) 


NOT APPROVED FOR PRODUCTION 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 




DESCRIPTION 


2 
-1 


PART # 


RND 


Pg. 


1 


OR SPECIFICATIONS 



MAT. 


6061 


B/O INFORMATION 


QTY 


ASSY 


FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


QTY 


ASSY 


# 


ASSY 


UNDER REVIEW 


URF 19-1103 19.10.30 (VM) 


? 


PERRITT 


USED ON MODEL 


PART # 
QTY 


-1 
1 


DESCRIPTION 


DRAWN BY: 


CHECKED 


DIMENSIONS ARE IN INCHES 


HEAT 


TREAT 


SPEC 


FINISH 


UNLESS OTHERWISE SPECIFIED 



.1 


.XX 


.X 


.XXX 


DECIMALS 


UNLESS OTHERWISE SPECIFIED 


1. BREAK ALL SHARP EDGES 


TOLERANCES ON: 




NOT APPROVED FOR PRODUCTION 


.01 


.005 


UNDER REVIEW 


URF 19-1103 19.10.30 (VM) 


